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UNCLASSIFIED 

PAGE 01 USBERL 01586 130749Z 
ACTION EUR- 12 

INFO OCT-01 EB-07 ISO-OO /020 W 

130830Z 045437 /10 

R 130736Z JUN 77 
FM USMISSION USBERLIN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4741 
AMEMBASSY BONN UNN 
AMEMBASSY BRUSSELS 

UNCLAS USBERLIN 1586 

E.O.l 1652: N/A 

TAGS: BEXP, BTIO, GW, WB 

SUBJECT: PRIVATE TRADE OPPORTUNITY 

1. 428/02/PO 431 

2. 060877 

3. M. MERDIAN 

4. 428 GERMANY 

5. Y HOSPITAL 

6A. REPLY TO - 

6B. HERRN SCHOEBEL 

6C. FRAUEN UND KINDERKLINIK 
KARL-SCHRADER-STRASSE 9 
D-1000 BERLIN 30, GERMANY 

7. TEL:(030)216-20-45 

8 . - 

9. 100 

10. 384101 2-00 10-SURGICAL INSTRUMENTS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 USBERL 01586 130749Z 


Message Text 


3841051-001 ODIAGNOSTIC APPARATUS 

WEST BERLIN HOSPITAL SPECIALIZED IN GYNECOLOGY AND 
PEDIATRICS HAS CONSTANT DEMAND FOR MEDICAL INSTRUMENS 
ELECTRICAL EQUIPMENT MUST BE ADJUSTABLE TO EUROEPAN 
STANDARDS OF 220 VOLTS AND 50 HERTZ. QUOTE CIF WEST 
BERLIN, IF POSSIBLE. 

DAVIS 
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